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OSA 0446-02 
1,8 duly 1962 


mummom ton: 


Chief , Materiel staff, £*SA 


25X1 A 


emonstrateu me ties 
rent Iona capability 

_ t the duration of t 

lTto*iZn*.~~ At the 'preseat time, this capability 1« being 
utilised far bath training and Headgear ters-direeted missions 
resulting la »any hours of SHU operation each «©ek. 

2. in order to ainiaio© operator fatigue, (and thereby 
e nha nce communications reliability) the ILWH-2 receiver at the 
base station should be equipped with & squelch or ‘noise 
blanker" circuit, ouch a circuit would minimise lb® constant 
high-level noise (electrostatic and thermal) from the monitor 
receiver, and would switch the unit to the desired listening 
level when a legitimate signal is present at the input. 

3 It is therefor© requested that the- Materiel Staff 
procure i each 'Koine Blanker" for use *}£**£* 
transceiver. The desired unit 13 Model 13SB-2 , 110-120 v»l ts 

cm operation. The manufacturer is 

■■ ■ * ' ■ te cost 1 
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